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This is the seventh index of “Domestic Engineering.” An index for each quarter of the year will appear in the 
future in the last issue in that quarter. We call the attention of our readers to the value of such an index for refer- 
ence. We invite them to take special note of the separate classification of “Questions and Answers,” “Business 
Management,” and “The Journeyman and His Helper.” These departments are growing daily and every subject 
treated is arranged alphabetically. 
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